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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 272817 

15 

ORIGIN EPA-04 

INFO OCT-OI NEA-IO ISO-00 OES-05 FSE-00 ABF-OI RSC-OI /022 R 
66617 

DRAFTED BY: EPA/AI:TJLEPINE 

APPROVED BY: OES/SCI/BMP:MBEAUBEIN 

EPA/ALDOAKLEY 

EPA/ALEGREEN 

NEA/EGY:LWSEMAKIS INFO 

046177 

R 122054Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 

UNCLAS STATE 272817 

E.O. 11652: N/A 

TAGS: TPHY, OSCI, SENV, EG 

SUBJECT: TRANSFER OE EQUIPMENT - EPA/SFCP 

AATN: JOHN CRAIG, ECONOMIC OEFICER 

1. DR. RICHARD E. STANLEY, EPA/NATIONAL ENVIRONMENTAL RESEARCH 
CENTER-LAS VEGAS, SENDING ROTARY NICROTOME VIA AIR POUCH. 

THIS MICROTOME IS BEING LOANED TO DR. AHMED S. EL-SHEIKE, AL- 
AZHAR UNIVERSITY, FOR USE WITH PL-480 PROJECT. 

2. WHEN YOU RECEIVE MICROTOME, PLEASE NOTIFY EL-SHEIKH OF 
ITS ARRIVAL. HE MAY BE CONTACTED AT: 1 1 ABDEL KHALEK 
SARWAT, CAIRO, TEL. 49549. INGERSOLL 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: ELECTRONIC EQUIPMENT 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 DEC 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 974STATE27281 7 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EPA/AI:TJLEPINE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740362-0146 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 239/aaaabhjc. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MoreflRFI 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 SEP 2002 by ReddocGW>; APPROVED <29 JAN 2003 by MoreflRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRANSFER OF EQUIPMENT - EPA/SFCP AATN: JOHN CRAIG, ECONOMIC OFFICER 
TAGS: TPHY, OSCI, SENV, EG 
To: CAIRO 
Type: TE 
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